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Message Text 


UNCLASSIFIED 

PAGE 0 1 ROME 17411 2220 1 8Z 

70 

ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO IO-13 ERDA-07 NRC-07 AID-05 

CEA-01 CIAE-00 CIEP-02 COME-OO DODE-OO FPC-01 H-02 

INR-07 INT-05 L-03 NSAE-00 NSC-05 OMB-Ol PM-04 SAM-01 

OES-06 SP-02 SS-15 STR-04 TRSE-00 ACDA-10 FEA-01 

NSCE-00 SSO-OO USIE-00 INRE-00 /122W 

052748 

O 221717Z OCT 76 

FM AMEMBASSY ROME 

TO SECSTATE WASHDC IMMEDIATE 0759 

UNCLAS ROME 17411 

DEPT FOR EB/ORF/FSE - D. WILSON 

E.O. 11652: N/A 
TAGS: ENRG, IT 

SUBJ: US-ITALY ENERGY WORKING GROUP (EWG): WASTE MANAGEMENT 
VISIT 

REF : STATE 255827, FURNESS-WILSON OCT. 22 P.M. TELECON 

1 . MINISTRY OF FOREIGN AFFAIRS REP MIGLIUOLO CONFIRMED OCT. 

22 INABILITY OF ITALIAN DELEGATION TO ACCEPT ERDA OFFER TO BEGIN 
WASTE MANAGEMENT PROGRAM ON OCTOBER 31. REASON FOR CAN- 
CELLATION IS NEED FOR EXPERTS TO REMAIN TO ASSIST IN PREPARATION 
OF GOI POSITION FOR PARLIAMENTARY DEBATE ON ENERGY 
BEGINNING EARLY NOVEMBER. 

2. MIGLIUOLO EMPHASIZED PROGRAM AS OUTLINED APPEARS EXCELLENT 
AND ASKED IF PROGRAM COULD BE RESCHEDULED FOR 

PERIOD IMMEDIATELY FOLLOWING MEETING OF AMERICAN NUCLEAR SOCIETY. 
VOLPE 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ITINERARY, CONSULTANTS, RADIOACTIVE WASTES DISPOSAL, VISITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 OCT 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME17411 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760397-0307 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 023/aaaaatss. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 255827 
Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 AUG 2004 by cookms>; APPROVED <28 DEC 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US-ITALY ENERGY WORKING GROUP (EWG): WASTE MANAGEMENT VISIT 
TAGS: ENRG, IT 
To: STATE 
Type: TE 
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